Answers to Self-Assessment Pretest

1. 91.4 meters

2. 30.48 centimeters

3. 59.02 kilograms

4. 48.96 cubic meters

5.  10.04 gallons

6.  16.896 feet

7.  162 inches

8. 49 feet

9.  Approximately 265 to 269 square feet

10. 21.98 feet

11. 314 square feet

12. a.

13. 36 square feet

14. 760 shingles

15. $4,800

16. 432 cubic feet

17. 46,852 cubic yards

18.  1,000 cubic feet

19. 423.9 cubic inches

20.  16.956 gallons

21. 9 feet

22.  135 cubic feet

Self-Test Answers

Chapter 2; Units and Tools of Measurement

1.     150 inches

2.     22.875 meters

3.     15 gallons

4.     208,175 cubic centimeters

5.     25,920 cubic inches

6.     21.664 gallons

7.     300 centimeters

8.     551.18 inches

Chapter 3: Surface Measurements

1.     Approximately 130 feet

2.     120 square feet

3.     Approximately 2.79 square yards

4.     Approximately $30,963.00
